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CONTRACT APPROVAL HO, 12 
Sentract Ho, Se L918 


Confirming verbal approval giver: te |__| FR AFOTATINTL 
authorised to procure and/or fobrieate retrofit kit 4 for the 


Anstellation of the dual oxygen system fn all. FOO adrereft thro 
LAG Line ship £390.. The duutallation shall be identical to the 
prototype installation as 4natelled in ships 291 thru 393 and 
395. Retrofit kita should be designed sv as to facilitate 
custsluaien by LAC parsennel cither in the field or at Miwards 
Aiy Force Bases. 
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